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APR 11 1953 


The Honerable Homer E, Capehart 
United States Senate 
Washington 25, D. C. 


Dear Senator Capehart: 


Thank you for your letter of 1 April 1953, 
in bohalf a has 
applied for a position s Azency. 

application was given careful 
consideration when she applied. Unfortunately, 
however, we did not have a suitable vacancy for 
her, and she was informed of this by our Tersorm 
nel Gffice on 1] Decexz:er 1952. 


Since receipt of your letter, 
papers have been reviewed in the light of cur 
rent vacancies, and I regret to say that we still 
do not have a suitable opening for her. ‘We are 
keeping her application in our active file, how 
ever, ami shall contact her should the situation 
chance. 


Your interest in the Central Intelligences 
Ageney is greatly anpreciated. DOCUMENT NO. 
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Sincerely, oseassivizs 
GLASS. GHAGEED TE: 
BEXT KEVILW BATE: 
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